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TAGS: BENC, VE 

SUBJECT:MAJOR PROJECT: CHLORINATION PLANT 


Message Text 


REF: A) CARACAS 3542; B) CARACAS 7199 

BOSTON ENGINEERING AND SALES CORP., CHLORINE SPECIALISTS, 
WISHES RESPOND SUBJECT OPPORTUNITY. GIVEN TIGHT PREQUAL 
DEADLINE, BOSTON ENG. WOULD GREATLY APPRECIATE EMBASSY'S 
OBTAINING COPIES FINANCIAL FORMS LISTED PARA 2D REF B 
AND FORWARD TO COMPANY BY QUICKEST MEANS, EITHER DIRECT 
MAIL OR VIA COMMERCE/MEPD BY POUCH. (COMPANY ADDRESS: 
ATTEN. R. E. HANNIGAN, TECHNICAL PARK DRIVE, HOLBROOK, 
MASS. 02343). ALSO CAN EMBASSY ADVISE MEPD CABLE OR 
TELEX NUMBER FOR CADAFE (FOR PURPOSE REGISTERING) AND 
SAME FOR EXECUTING AGENCY? WOULD BE HELPFUL IF EMBASSY 
COULD GET FURTHER CLARIFICATION ON SIZE OF PLANT IN TONS 
OF CHLORINE PER DAY OR YEAR TO BE PRODUCED AND END-USE. 

IS PLANT ASSOCIATED WITH OTHER INDUSTRIAL FACILITY, 
UNCLASSIFIED 
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SUCH AS PULP MILL, WATER PURIFICATION PLANT, ETC.? 
CHRISTOPHER 
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